STATE OF 


BOARD OF PHARMACY 





LICENSE TO DISTRIBUTE DANGEROUS DRUGS 


The entity named below is duly licensed, and is entitled to conduct business in the state of Ohio 
until March 31, 2023. 


Stress Engineering Services Inc 


7030 Stress Engineering Way 
Mason, OH 45040 


License Number: 0270000073 
Terminal - Facility - Category 2 


Expiration Date: March 31, 2023 


CLASS: Terminal - Facility - Category 2 
BUSINESS TYPE: LA - Laboratory/Research 


Responsible Person - Print, sign and keep license in a readily retrievable location at the 
address listed on this license. 





Signature of Responsible Person 
OELE A Hog 


Any change of responsible person must be reported within ten days of the effective date of the 
appointment of the new responsible person via Service Request on your Ohio eLicense Dashboard - 


https://elicense.ohio.gov/oh_ homepage. 





Responsible Person Name (Print) 






Cluten A. Haynes 





State of Ohio Board of Pharmacy 
77 South High Street, 17th Floor, Columbus, Ohio 43215 


T: 614/466-4143 | F: 614/752-4836 | licensing@pharmacy.ohio.gov 


